Mr. Siria testified that when he issued the citation,
no one from mine management disputed his "S&S" finding.
Although someone "probably" said something that the
belt cleaner was supposed to clean the belt, he observed
no one cleaning up any accumulations at the time of his
inspection (Tr. 224), and no one advised him that anyone was
in fact cleaning the belt (Tr. 226) .  Mr. Siria indicated
that the accumulations were not "fresh," and he was of the
opinion that they were present for more than two days
(Tr. 230}.

Mr. Siria conceded that he only walked 40 crosscuts
along the belt which he cited, and that his supervisor,
Mr. Hill, told him that he had observed accumulations of
loose coal and coal dust along the remaining portion of
the belt which he walked,  since the cited belts were two
distinct belts, he and Mr. Hill discussed the possibility
of issuing two separate citations, but since the belts
"were in continuation," Mr. Hill believed that one citation
would suffice (Tr. 226).  The conditions that they both
observed were incorporated in the one citation which Mr, Siria
issued (Tr. 227) .  However, even if he were to disregard
Mr. Hill's observations, Mr. Siria indicated that he would
have still issued a citation for the accumulations which
he personally observed (Tr. 230) .

Mr. Siria conceded that he observed no belt rollers
turning in coal dust at the time of his inspection.  However,
because of the high air velocity, had mining been allowed
to continue, the. accumulations would have reached the belt
rollers because they are close to the mine floor (Tr. 228) .

Mr. Siria stated that he is sure that someone was assigned
to clean the belts, and he indicated that in a recent inspection
of the belt "they're making a vast improvement on the belts,
since the new superintendent took over" (Tr. 228) ,

Mr. Siria could not state how 'many belt rollers were
stuck, or how many of them were worn (Tr. 229) .  He confirmed
that he only observed 19 bad rollers, and that Mr. Hill
observed the rest.  He again explained that it was decided
to incorporate their separate observations into the one
citation which Mr. Siria issued (Tr. 236).  Mr. Siria confirmed
that Mr. Hill simply told him that "bad rollers" were present,
but he could not recall the precise number given (Tr. 238) .

Respondent's Safety Director, Donald Lamb, was called
as a witness by the petitioner, and he testified as to the
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